From: 

Sent: 

To: 

Subject: 


Salemi, Charles (DPH) 

Monday, June 25, 2007 1:32 PM 
Nassif, Julianne (DPH) 

RE:feds 


Julie, Did Glen Macki9nlay ever get back to you on the Federal requests. I have a federal attorney calling for 9 additional 
samples that need to be tested for crack. Before I call her back and tell her that nothing has been done, I wanted to know 
if Mackinlay contacted you. Chuck 


From: Nassif, Julianne (DPH) 

Sent: Wednesday, June 20, 2007 4:08 PM 

To: Pribeck, Kristen (DPH); Phillips, Gloria (DPH); Sprague, Shirley (DPH); Ridley, Stephen (DPH); Stevenson, Allan 
(DPH); Salemi, Charles (DPH); oliver.mcconnell@umassmed.edu : ianusz.lazarski@umassmed.edu : 
fausto.lopez@umass.med.edu : paul.dotoli@umassmed.edu : aerald.bvrne@umassmed.edu : Nickerson, John 
Subject: Great Job 

Wow! Thank you all for the fantastic job you did renovating the evidence safe in the Drug Laboratory. The finished product 
is a much safer, more efficient and colorful place in which to work. I have heard nothing but positive feedback from the 
evidence room and drug laboratory staff. 

This was no small task to accomplish in one day - removing ALL those samples, preparing the room, assembling & 
installing the shelves and finally, organizing and shelving thousands of samples. It worked thanks to a clever design, 
thoughtful planning, tenacious calling of vendors, lots of physical labor and a cooperative spirit. I greatly appreciate your 
hard work (and enthusiasm). It is a pleasure to work with you. 

Julie 


JullCUAM. NCtSSl/f 

Director, Division of Analytical Chemistry 

Acting Director, Office of Laboratory Emergency Preparedness 

Massachusetts Department of Public Health 

305 South Street Boston, MA 02130 

julianne. nassif@state.ma. us 

617-983-6651 (voice) 

617-983-6662 (fax) 
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